=) 
GH AMENDMENT NO. 1 MARCH 1983 
TO 
18: 9516-1980 SPECIFICATION FOR HEAT RESISTING STEELS 


: (Page 5, clause 5.1) - Substitute the following 
for the existing clause: 


'S.1 The ladle analysis of steel shall be as given in 
Table 1. The analysis of steel shall be carried out 
either by the method specified in IS:228* and its 
relevant parts or ay other established instrumental / 
chemical method. In case of dispute the procedure 
given in IS:228* and its relevant parts shall be 
‘referee method. However, where the method is not 
given in IS:228* and its relevant parts, the referee 
method shall be agreed to between the purchaser and 
the manufacturer. ' ; 


(SMDC 19) 
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